Chambers, Liz 


From: Garman, Joe 

Sent: Monday, November 17,1997 11:01 AM 

To: Ryan, Bill; McCoy, Bill; Garman, Joe 

Cc: Chambers, Liz; Podraza, Ken; Whidby, Jerry; Callicutt, Charlene; Handy, Betty 

Subject: RE: Tobacco Weight Results for MA97-5 


This is the second issuance of this message!! Note changes on the tobacco weight results for the last two 
samples: Marl Lts 100 Men and Marl Med 100. 

Joe 


From: Garman,Joe 

Sent: Monday, November 17, 1997 10:58 AM 

To: Ryan, Bill; McCoy, Bill 

Cc: Chambers, Liz; Podraza, Ken; Whidby, Jerry; Callicutt, Charlene; Handy, Betty 

Subject: Tobacco Weight Results for MA97-5 

Below are the tobacco weight results for the last set of Massachusetts Compliance samples. 

Marl 100 SP 0.858 gms Std. Dev. 0.004 

Marl Lts 100 SP 0.811 gms Std. Dev. 0.004 

Marl Lts 100 SP Men 0.780 gms Std. Dev. 0.008 
Marl Med 100 SP 0.808 gms Std. Dev. 0.004 


Joe 
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